Brief comment text:

I am submitting this comment as a user of the Meshtastic communications network. This frequency range would be affected dramatically by the proposed changes, and I believe it will cause unnecessary risk to public safety if it is compromised in such regard. Many users including myself rely on Meshtastic for emergency communications during events such as wildfires, which are an ongoing, and ever growing threat to many communities, including my own. The loss of reliability of the network could lead to loss of property and life in emergency situations when off grid and decentralized communications are critical. Many communities have well established networks using this frequency range, and in the event of an emergency causing loss of celular service, internet connection , or the power grid, these communication methods prove invaluable for protection of life and property. The FCC has the responsibility of maintaining the bands for multiple use cases from commercial, to hobby, to public safety. Because of this, I believe it is the FCC's duty to ensure established and commonly used emergency communication methods are safe from interference caused by other users within the same frequency band. I ask that the considerations of Meshtastic users be heard and understood by the authority responsible for such decisions. 
